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Rcceiyed Nov. 1 2, 1 7 7 2 * 

XXIII. ExtraB of a Letter from the Rei^. 
Samuel Kirkflbaw, D. jD. F'kar of httds^ 
and ReBor of Klplcyy in the County of 
York, to William Mountaine, Efqi 
F. R* S. Communicated by William 
Watfon, M.D, andF. R.S. 



Read Feb. 11, /^N the 29th of Sept laft, about 
J773* V-^ two o'clock iu the morning,, 
were three remarkably loud claps of thunder, at- 
tended with proportionable lightning. Mr. Thomas 
Heartly, formerly Wine-merchant, of Leeds, but 
lately retired from bufinefs to Harrowgate, lived 
there in a hired houfe, the fecond northward from 
the Queen's-head. While he was in bed with his: 
wife, fhe was awaked from fleep by the thunder, 
and went to the window; but not being afraid, fha 
got to bed again, and fell afleep. About five fhe 
awaked ; and, not perceiving her hufband to breathe^ 
though warm, endeavoured to awake him— ia 
vain ! She quickly fent for Mr. Hutchinfon, a con- 
fiderable apothecary at Knarelborough, who, upon: 
fight of Mr. Heartly, and fome experiments, de- 
clared him dea<^ though ftill very warm. At her 

requeft,, 
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requeft, liowevtr, he opened a vein; and Mr. 
Heartly bled freely, infomuch that the blood did 
not ceafe to ooze out of the orifice till the body- 
was put in the coffin, which was on Thurfday 
evening, the firfl: inftant, viz. Odober, and it was 
not even then cold. His hair, which he wore, 
was coniiderably burnt, or finged on the right iide 
of his head, which was uppermofl: (for he lay then 
on his left fide) and the infide of his night-cap, 
on the fame fide, was finged or browned, though 
nowhere on the outfide marked at all. With- 
in the cap was found a fplinter from the bed-pofl 
next to his head, which poft was torn and fplit 
into many fplinters or fhivers, from the top to the 
bottom, though a ftrong oaken poft, and almoft 
new. No wound, or mark of any fort, was dif- 
covered on any part of his body ; but the lower 
part of his right cheek was fwelled, and much 
hardened. So far I was told by Mrs. Heartly and 
her fervants, but I faw the bed-poft. 

In the chamber where this happened, there was 
a fmall chimney to the north, mads up, but not 
quite clofe, by a chimney-board, upon which I 
could not difcover any mark or hole, or other in- 
dication of the lightning's pafiing that way. 

Between that chimney and the weft end of the 
room, ftands the bed, in the north-weft corner of 
the room, clofe to the weft and north walls ; the 
deceafed lay next to the weft wall, with his head 
near to the head bed-poft, in the north-weft corner 
abovefaid. 

There is only one window in the room, full 

eaft, confifting of three pretty large lights, fepa- 
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rated by two ftone mullions, each light fupported 
by fix ftrong iron bars acrofs it, parallel to the 
floor, and the intermediate one, rather more than 
half of it, made into a cafement, the frame of 
which is of iron, and the furrounding frame of 
the fame. In the fouthermoft light, which had 
three fquares of glafs in breadth, two of the low- 
eft fquares were perforated in or near the middle, 
^bout an inch fquare ; but as fome fmali parts of 
the glafs were gone, I could only guefs at the fixe 
of the holes, nor could diftindlly eftimate the fhape 
of them, nor form the {lightefl conje£lure, whe- 
ther the lightning had made its ingrefs or egrefs 
through both, or either of them. The interme* 
diate Iquare of glafs left perfedly found — there 
was no other iron about the window, except the 
abovementioned — but the curtain-rods of the bed, 
which ftood about ten feet from the window, I ob- 
ferved, were iron, ftronger (larger) fomevvhat than 
ufual. 

r^rs. Heartly lay on Mr. Heartly's left hand, 
when the thunder was^ and^ felt not the leaft 
ftroke from the lightning, or pe ceived any effeds 
from it, except that her right arm, fhe found, when 
fhe awoke, was ihuined and benumbed, and a little 
painful, which continued for a few days, but is 
now quite well. 

I took notice of a pump, which flood about ten 
or eleven feet from tlie houfe^ in nearly a right 
line from the window abovementioned, whole 
handle (or freape, as it is called hereabout) is all of 
iron, very thick and long, a.id a ftrong iron ball 
for a head to it. 

Ripley, OiSt. 12, 1772. 
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